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DIMENSIONS: 

D = DEPTH OF DITCH, 1 FOOT MINIMUM 
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W = WIDTH OF BOTTOM OF DITCH, 4 FEET MINIMUM 
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NOTES: 

1 . GROUT ALL JOINTS. 

2. ALL PORTLAND CEMENT CONCRETE SHALL BE CLASS 4000. 

3. PLACE STEPS ON DOWNSTREAM SIDE OF MANHOLE IF 
POSSIBLE. 

4. REFER TO CALTRANS STANDARD PLAN FOR STEP DETAILS 
(D74C). 
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